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SUBJECT: CONSULATE BIO FOR ANALYTICA 76 

1. CONSULATE PLANS TO HAVE BUSINESS INFORMATION OFFICE (BIO) 

AT ANALYTICA 76, APRIL 9 THROUGH 13, 1975, IN MUNICH. SHOW 

IS AN INTERNATIONAL EXHIBITION FOR BIOCHEMICAL AND ANALYTIC 
INSTRUMENTS. A LIST OF PRODUCTS TO BE EXHIBITED IS APPENDED. 

2. COMMERCE IS REQUESTED TO PROVIDE CATALOGS AND INFORMATION 
FROM INTERESTED U.S. FIRMS. BIO WILL HAVE THESE ITEMS ON 

HAND FOR INTERESTED AGENTS/BUYERS. IF CATALOGS CAN BE MAILED 
BY MID-FEBRUARY, SURFACE POUCH MAY BE USED; OTHERWISE PLEASE 
SEND BY AIRPOUCH. 

3. PRODUCT LIST: AIR CONDITIONING EQUIPMENT; AMINO ACID 
ANALYZERS; AMINO ACID SEQUENCE ANALYZERS; ANALOG TO DIGITAL 
CONVERTERS; ANIMAL CAGES; ANIMAL CARE AND RESEARCH EQUIPMENT; 
ANIMAL OPERATING TABLES; ANIMALS, LABORATORY; AUTOCLAVES; 
AUTOMATIC ANALYZERS AND EQUIPMENT; BALANCES; BIOCHEMICALS; 
BLOOD COUNT DIFFERENTIATING PLACES; BLOOD PRESSURE RECORDING 
INSTRUMENTS; BOOKS, MANUALS AND JOURNALS; CALCULATING MACHINES; 
CALORIMETERS; CENTRIFUGES; CHEMICALS; CHROMATOGRAPHY, APPARATUS 
AND EQUIPMENT FOR: COLUMN-, GAS , HIGH PRESSURE LIQUID-, LIQUID-, 
PAPER-, THIN LAYER-; CHRONOMETERS; CLEANING EQUIPMENT; COLORI- 
METERS AND EQUIPMENT; COMBUSTION FURNACES; CONDITIONING TEST 
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CHAMBERS; CONDUCTIVITY EQUIPMENT; CONTAINERS, ALSO FOR CRYO- 
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GENIC AND RADIATING MATERIAL; CONTROL SAMPLES; COULOMETERS; 
COUNTER-CURRENT DISTRIBUTION APPARATUS; CRYOSTATS; CULTURE: 

-CELLS AND TISSUES, -APPARATUS, -MEDIA; DATA: -PROCESSING 
SYSTEMS, -RECORDING EQUIPMENT; DEHYDRATING EQUIPMENT; DENSITO- 
METERS; DESALTING EQUIPMENT; DESINTEGRATORS (CELL AND TISSUE); 
(MECHANICAL); (ULTRASONIC); DIALYZERS; DIFFUSION MEASURING 
EQUIPMENT; DILUTORS; DISPENSERS; DISTILLATION EQUIPMENT; 
DOCUMENTATION EQUIPMENT; DOSIMETERS; DRAWING MATERIAL; DRYING 
CUPBOARDS; ELECTRODES, ALSO -SPECIFIC ION; ELECTRON DIFFRACTION 
DEVICES; ELECTROPHORESIS EQUIPMENT: AGAR-GEL-, CARRIER-FREE-, 
CELLULOSE ACETATE STRIPS-, HIGH-VOLTAGE-, IMMUNO-, 

PAPER-, THIN LAYER; ELEMENTARY ANALYSIS APPARATUS 
EVAPORATORS; EXTRACTION APPARATUS, AUTOMATIC; FILTRATION 
EQUIPMENT; FLOW METERS; FRACTION COLLECTORS; FREEZE DRYING 
EQUIPMENT; FREEZING POINT DETERMINATION EQUIPMENT; GAS ANALYZERS; 

GAS CHROMATOGRAPHS; GAS MEASURING AND CONTROLLING EQUIPMENT; 
HEATING APPLIANCES; HISTOLOGY, ACCESSORIES FOR -; HOMOGENIZERS; 
INCUBATORS; INTEGRATORS; ISOTOPE LABELLED COMPOUND; ISOTOPES: 
RADIATORS, STABLE-; KYMOGRAPHS; LABORATORY FURNITURE; LABWARE, 

MADE OF: GLASS, PLASTICS, PORCELAIN, PRECIOUS METAL, QUARTZ 
GLASS; LASER: -PLANTS, BUILDING COMPOUNDS FOR-; MANOMETERS; 

MASS SPECTROMETERS; MELTING POINT APPARATUS; MICROBIOLOGY, 

MATERIAL FOR -RESEARCH TECHNIQUES; MICROPHOTOGRAPHIC EQUIPMENT; 
MICROSCOPES AND EQUIPMENT, ALSO: COLOUR TELEVISION-, ELECTRON-, 
STEREO-; MICROTOMES; MIXING APPARATUS; MOESSBAUER-SPECTROMETERS; 
MOLECULAR MODELS; MOVEMENT RECORDERS; NEPHELOMETERS; OSMOMETERS; 
OSCILLOGRAPHS; PARTICLE COUNTERS; PARTICLE SIZE ANALYZERS; 

PH AND REDOX MEASURING AND CONTROLLING INSTRUMENTS; PHARMACOLOGY, 
APPLIANCES FOR RESEARCH TECHNIQUES; PHOTOMETERS (S. ALSO 
SPECTROSCOPY); ATOMIC ABSORPTION SPECTRO-; DOUBLE BEAM 
SPECTRO-; FILTER-; FLAME-; FLUORESCENE-; IR SPECTRO-; MICRO-; 
MICROSPECTRO-; MICROSCOPE; RAPID SCAN (UV AND VISIBLE REGION); 
SCATTERED LIGHT-; SCINTILLATION SPECTRO-; SPECTRO-; STOPPED 
FLOW SPECTRO-; THIN LAYER CHROMATOGRAPHY SPECTRO-; UV SPECTRO-; 
PICTURE ANALYZING COMPUTERS; POLARIMETERS ; POLAROGRAPHS; 
PROGRAMMING EQUIPMENT; PUMPS; RADIATION MEASURING EQUIPMENT; 
RADIOCHEMICALS; REAGENTS; RECORDING INSTRUMENTS; REFRACTO- 
METERS; REFRIGERATION EQUIPMENT; RESPIRATION PUMPS; RESPIRO- 
METERS; SAFETY EQUIPMENT; SHAKERS; SPECTROSCOPY, EQUIPMENT FOR 
(S. ALSO PHTOMETERS); ELECTRON SPIN RESONANCE-, FAR INFRARED-, 
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INFRARED-, LASER-, LASER-RAM AN-. LIQUID SCINTILLATION-, MASS-, 
MICROWAVE-, MOESSBAUER-, NUCLEAR MAGNETIC RESONANCE-; 

SPECTRUM POLARIMETERS FOR MEASURING OF: OPTICAL ROTATORY DIS- 
PERSION; CIRCULAR DICHROISM; STEREOTACTIC INSTRUMENTS; STERIL- 
IZERS; STIRRING APPARATUS; SURFACE EVAPORATORS; TEACHING MACHINES; 
TEMPERATURE MEASURING AND CONTROLLING EQUIPMENT; TEST SERA; 
THERMO-ANALYTICAL EQUIPMENT; THERMOSTATS; TITRATORS; TRANS- 
DUCERS; ULTRACENTRIFUGES; ULTRA-VIOLET RADIATORS; VACUUM: -PUMPS; 
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-CHAMBERS; VALVES; FISCOSIMETERS; VOLTAMETERS; WARBURG APPARATUS; 

WATER BATHS; X-RAY DIFFRACTION APPARATUS; X-RAY FLUOROMETERS. 
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